THE KING WILLS IT

night sailors on this destroyer had been told that shore
leave was cancelled "for midnight exercises.") On the
way to the dockyard, Prince Edward's chauffeur lost the
way and inquired of a man on the road who put him
right again. To the public this journey afterwards
became a drama and even that man who put Prince
Edward on the right road became a character in the
enactment. His name was George Hale. Prince Edward
called to him from the back of the car and thanked him.
At the dockyard, Prince Edward was met by the
Commander-in-Qiief, Admiral Sir William Fisher. The
public invented a Shakespearean end to the drama.
They pictured the former King Edward the Eighth
standing on deck in the darkness to watch the fading
of England's shore-lights. The facts were otherwise.
Prince Edward was tired. He hurried to the state-room,
undressed, lay down and waited for the blessing of sleep.
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